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Sec. 47. Dusting.-If dusting is done while rooms are occupied or
open to occupancy by patrons, it shall be done only with cloths mois-
tened with water, oil, or other dust-absorbing material.
Sec. 48. Spitting.-Spitting on the floors, walls, seats or platforms
of railway stations is prohibited.
Sec. 49. Cuspidors.-In all waiting rooms where smoking is per-
mitted, an adequate supply of cuspidors shall be provided; such cuspidors
shall be cleaned daily, and oftener if their condition requires.
Sec. 50. Common Cups.-Individual drinking cups in sufficient number
shall be supplied in all stations, and the use of common drinking cups is
prohibited.
Sec. 51. Common Towels.-The supplying of roller towels or other
towels for common use in railway stations is prohibited.
Sec. 52. Combs and Brushes.-The supplying of combs and brushes
for common use in railway stations is prohibited.
Sec. 53. Toilet Facilities.-All railway stations where tickets are sold
shall provide adequate toilet facilities, of a design approved by the State
Department of Health, for the use of patrons and employees; and there
shall be separate toilets for each of the two sexes.
Sec. 54. Station Toilets.-If a railway station is located within 300
feet of a public sewer, water flushing toilets shall be installed and
permanently connected with such sewer, and a wash basin or basins shall
be located near the toilet and similarly connected; and such toilets and
lavatories shall be kept in repair and in good working order at all times.
Sec. 55. Care of Toilets.-All toilets installed as set forth in Section
54, shall be cleaned daily by scrubbing the floors, bowls and seats with
soap and water.
Sec. 56. Odors in Toilets.-When offensive odors appear in toilets
which are not obliterated and removed by cleaning as in Section 55, said
toilets shall be treated with a 2 per cent. solution of formaldehyde or
other odor-destroying substance.
Sec. 57. Toilet Supplies.-Toilets and wash rooms installed as set forth
in Section 54, shall be constantly furnished with an adequate supply of
toilet paper, soap and free or pay clean towels.
Sec. 58. Privies.-If no sewer connection is available as set forth
in Section 54, a sanitary privy of a design approved by the State De-
partment of Health shall be maintained within a reasonable distance
from the station. Such privy- shall be adequately protected against the
entrance of flies, shall be kept supplied with toilet paper, the seats shall
be kept clean, and the vaults shall be treated with sodium hydrate or other
approved disinfectant at least once in each week and shall be cleaned out
and emptied at such intervalsas will avoid the development of a nuisance.
Sec. 59. Drinking Water and Ice.-Drinking water and ice in rail-
way stations shall be supplied in accordance with Sections 11, 12, 13, 14
and 15 of these regulations.


